40      DOCKETED ITEMS

9106270153 Forwards amended Page 125 to, "Fort St Vrain Nuclear Generating Station
Radiological Environ Monitoring Program Annual Summary Rept for 1990." Encl cor-
rects two erroneous statements re locations for exposure pathways.
CRAWFORD.A-C.  Public  Service Co.  of Colorado. 91/06/18.   Document  Control
Branch (Document Control Desk). 2pp. 58266:306-58266:308.

-9106270154 Amended Page 125 to "Fort St Vrain Nuclear Generating Station Radio-
logical Environ Monitoring Program Annual Summary Rept for 1990."
' Public Service Co. of Colorado. 90/12/31. 1p. 58266:308-58266:308.

V. Operator Examinations

9106190221 Notifies that WH Magninie has transferred within Co & Reactor License
SOP-43341 should be terminated.effective 910527.

FULLER.C.H. Public Service Co. of Colorado. 91/06/10. Document Control Branch
(Document Control Desk). 1p. 58185:273-58185:273.

Y. Dry Cask Independent Spent Fuel Storage Installations

9106200276 Forwards ISFSI physical security plan.Revised plan includes more detailed
info re training & qualification.EncI withheld (ref 10CFR73.21).

CRAWFORDAC. Public Service Co. of Colorado. 91/03/11. GASKINS.C. Transporta-
tion Branch. 3pp. 58167:130-58167:131.

9106180403 Responds to NRC request for addl info re independent spent fuel storage
installation.Enc! withheld (ref 10CFR2.790).

CRAWFORDAC. Public Service Co. of Colorado. 91/05/24. RUFFIN,S. Fuel Cycle
Safety Branch. 16pp. 58172:082-58172:209.

-9106180420 "AlR/H-327 Graphite Reaction Rate As A Function of Temp & Irradia-
tion."

JENSEN.D.,   TAGAMI.M.,   VELASQUEZ.C.   Gulf   General   Atomic,   Inc.  GULF-GA-
A12647. 73/09/24. 22pp. 58172:137-58172:157.

-9106180425 "HTGR Base Program Air Oxidation of Graphite - Implications for HTGR
Accidents."

WICHNER.R.P. Oak Ridge National Laboratory. ORNL/GCR-80/7. 80/04/30. 53pp.
58172:158-58172:209.

-9106180428 "Fort St Vrain MVDS Integrated Commissioning & Functional Testing."
* GEC Alsthom Engineering Systems, Ltd. 91/05/10. 349pp. 58172:210-58173:199.

9106040165 Forwards revised physical security plan for proposed ISFSI, incorporating
clarifications discussed during May 1991 telcon w/C Gaskins.Plan withheld (ref
10CFR73.21).

CRAWFORDAC.  Public Service Co. of Colorado. 91/05/30.  Fuel  Cycle Safety
Branch. 2pp. 57999:294-57999:295.

9106260397 Forwards ISFSt physical security plan.including detailed info re
searches,alarm sys & security procedures to be implemented during ISFSI loading.for
review.EncI withheld (ref 10CFR73.21).

CRAWFORDAC. Public Service Co. of Colorado. 91/05/30. Office of Nuclear Materi-
al Safety & Safeguards. 3pp. 58217:119-58217:122.

9106190037 Responds to NRC 910516 Itr re deviations noted in Insp Rept 50-267/91-
05 re const of iSFSI.Corrective actionsxoncrete batch mix spec changed to require
min air content of 3.5%, per ACI 318-83.

CRAWFORDAC.  Public Service Co.  of Colorado.  91/06/13.  Document Control
Branch (Document Control Desk). 4pp. 58187:342-58187:345.
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F. Security, medical, emergency & fire protection plans

9106110074 Informs that review of rev 91-02 to facility emergency plan dtd 910301
completed.Concludes that changes meet planning stds of 10CFR50.47(b) & require-
ments of App E to 10CFR50.

COLLINS.D.M. Region 2 (Post 820201). 91/05/30. TUCKMAN.M.S, Duke Power Co.
3pp. 57997:072-57997:074.

9106100434 Responds to NRC 910507 Itr re violations noted in Insp Repts 50-269/91-
09,50-270/91-09 & 50-287/91-09.Corrective actions: changes will be incorporated into
startup procedures to keep fire station isolation valves apart.

TUCKMAN.M.S. Duke Power Co. 91/06/04. Document Control Branch (Document
Control Desk). 3pp. 58017:271-58017:273.

9106240244 Forwards Rev 3 to Crisis Mgt Plant Implementing Procedure EDA-1, "Pro-
cedure for Estimating Food Chain Doses Under Postulated Post-Accident Conditions"
& Rev 8 to EDA-3, "Offsite Dose Projections for McGuire Nuclear Station."
TUCKMAN.M.S. Duke Power Co. 91/06/17. Document Control Branch (Document
Control Desk). 3p. 58210:158-58210:200.

-9106240334 Rev 3 to EDA-1, "Procedure for Estimating Food Chain Doses Under
Post-Accident Conditions."
HARRIS.R.E. Duke Power Co. 91/06/10. 12pp. 58210:161-58210:172.

-9106240343 Rev 8 to EDA-3, "Offsite Dose Projections for McGuire Nuclear Station."
HARRIS.R.E, Duke Power Co. 91/06/06. 30pp. 58210:173-58210:200.

P. Operating license stage documents & correspondence

9106050101 Notification of 910530 meeting w/util in Clover.SC to discuss status of vari-
ous licensing activities & safety initiatives at plants.

MARTIN R. Project Directorate II-3. 91/05/23. MATTHEWS.D.B. Project Directorate II-
3. 4pp. 57931:073-57931:076.

9106200015 Application for amends to Licenses DPR-38.DPR-47 & DPR-55, revising TS
3.4 to address need to bypass automatic initiation of EFW sys when turbine pressure
below 800 psig, per Insp Repts 50-269/90-30,50-270/90-30 & 50-287/90-30.
TUCKMAN.M.S. Duke Power Co. 91/06/11. Document Control Branch (Document
Control Desk). 3pp. 58200:288-58200:298,

-9106200017 Revised Tech Spec 3.4.1 re emergency feedwater sys,3.4.4 re operability
of main steam safety relief valves & 3.4.6 re emergency condenser cooling water sys.
* Duke Power Co. 91/06/11. 8pp. 58200:291-58200:298.

9106210247 Notification of 910702 meeting w/util in Charlotte.NC to discuss testing &
maint programs for pressurizer safety valves.

WIENS,LA. Project Directorate II-3. 91/06/14. MATTHEWS.D.B. Project Directorate
tl-3. 3pp. 58207:341-58207:343.

9106240178 Submits results of 910604-05 senior manager review of performance of nu-
clear power plants to focus resources on those plants & related issues of greatest
safety significance.

TAYLOR.J.M.    Ofc    of    the    Executive    Director    for    Operations.    91/06/18.
KINGSLEY.O.D. Tennessee Valley Authority. 3pp. 58195:216-58195:218.

9106260341 Forwards generic requests for relief from Section XI of ASME Boiler &
Pressure Vessel Code.Subsection IWP to permit util to better determine mechanical
condition of piping using digital vibration instrumentation.

TUCKMAN,M.S. Duke Power Co. 91/06/19. Document Control Branch (Document
Control Desk). 4pp. 58238:224-58238:227.

9106270276 Requests NRR assistance in interpreting requirements for containment
penetration local leak rate as-found testing. Regulatory basis for as-found Type B & C
testing encl.

MILLER.H.J. Region 3 (Post 820201). 91/06/20. ZWOLINSKI.JA Assistant Director
for Region III Reactors (Post 901216). 5pp. 58268:258-58268:268.

-8908100152 Discusses NRR 871029 denial of util 870901 assertion that NRC posi-
tions   on   two    10CFR50,App   J   items   constituted    backfits    as   defined   by
10CFR50.109.Results of review of NRR denial & util 880620 appeal encl.
MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/07/
27. TUCKER.H.B. Duke Power Co. 9pp. 58268:258-58268:266.

Q. Inspection reports, IE Bulletins & correspondence

9106110126 Confirms arrangements made between util & AR Herdt re enforcement
conference conducted 910507 to discuss loss of RC inventory/DHR event which oc-
curred 910308,per insp repts 50-269/91-08,50-270/91-08 & 50-287/91-08.
GIBSONAF. Region 2 (Post 820201). 91/05/02. TUCKMAN.M.S. Duke Power Co.
3pp. 57998:150-57998:152.

9105090386 NRC Info Notice 91-032, "Possible Flaws in Certain Piping Sys Fabricated
by Associated Piping & Engineering." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15.
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262.

9105230062 NRC Info Notice 91-033, "Reactor Safety Info for States During Exercises
& Emergencies." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087.

9105300331 NRC Info Notice 91-034, "Potential Problems in Identifying Causes of
Emergency Diesel Generator Malfunctions. " Svc list encl.

ROSSi,C.E. Division of Operational Events Assessment (Post 870411). 91/06/03.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172.

9106100434 Responds to NRC 910507 Itr re violations noted in Insp Repts 50-269/91-
09,50-270/91-09 & 50-287/91-09.Corrective actions: changes will be incorporated into
startup procedures to keep fire station isolation valves apart.

TUCKMAN.M.S. Duke Power Co. 91/06/04. Document Control Branch (Document
Control Desk). 3pp. 58017:271-58017:273.

9106040339 NRC Info Notice 91-036, "Nuclear Plant Staff Working Hours." Svc list
encl.

ROSS1,C,E. Division of Operational Events Assessment (Post 870411), 91/06/10.
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244.

9106140010 Notification of 910618 meeting w/util in Rockville.MD re util presentation
on Oconee 1 10-yr inservice vessel insp. Agenda encl.

RINALDI.F. Project Directorate II-3. 91/06/11. MATTHEWS.D.B. Project Directorate II-
3. 5pp. 58147:169-58147:173.

9106200015 Application for amends to Licenses DPR-38.DPR-47 & DPR-55, revising TS
3.4 to address need to bypass automatic initiation of EFW sys when turbine pressure
below 800 psig, per Insp Repts 50-269/90-30,50-270/90-30 & 50-287/90-30.
TUCKMAN.M.S. Duke Power Co. 91/06/11. Document Control Branch (Document
Control Desk). 3pp. 58200:288-58200:298.

9H06270041 Confirms wk of 910624-28 dates for NRC insp of plant to examine program
util developed in response to generic Itr 89-10,per 910607 telcon.
JULIAN.CA Region 2 (Post 820201). 91/06/12. TUCKMAN.M.S. Duke Power Co.
3pp. 58222:315-58222:317.

9106270370 Provides confirmation of status of investigation into NRC Bulletin 89-002 re
stress corrosion cracking in Type 410 stainless steel fasteners in check valves.
TUCKMAN.M.S. Duke Power Co. 91/06/20. Document Control Branch (Document
Control Desk). 2pp. 58268:249-58268:250.

R. Periodic operating reports & related correspondence

9106210173 Monthly operating repts for May 1991 for Oconee Nuclear Station Units 1,2
&3.W/9l0614ltr.

WILLIAMS.RA,  MOSER.S.W., TUCKMAN.M.S. Duke Power Co. 91/05/31. 16pp.
58207:276-58207:291.

S. Reportable occurrences, LERs & related correspondence

9106110260 LER 91-004-00:on 910506,inoperability of emergency electrical power path
discovered due to incorrect trip setpoints.Caused by inappropriate action.Emergency
power path through CT-4 proven operable.W/910605 Itr.

LOWERY.H.R.,    BARRON.H.B.   Duke   Power   Co.   91/06/05.    13pp.   58162:007-
58162:019.


9106200261 Monthly operating rept for May 1991 for Fort St Vrain. W/910617 Itr.
